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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

91-F-0001 


CUSTOMER NO. 

1207 


// y 

Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


.1— — — li— — I 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

nnrAiT-A NATIONAL MARINE MAMMALS LABS. 

(TYPE OR PRINT) 7500 SAND PT WAY, NOAA BLDG. 32 

SEATTLE. WA 98115 

(206) 526-4048 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) " 


FACILITY LOCATIONS(s/fes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addidonai sheets if necessary or use APHIS FORM 7023A ) 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests vrere 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 



6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 



ASSURANCE STATEMENTS • 

1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be spedfi^ and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attacl^ to this annual re^rt. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. , 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
“ ■ Executive Officer or Legally Responsible Institutional official) 

fy that the above is true, correct, and complete (7 U.S.C. Section 21 43) 

S AL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tyf^ or Print) j DATE SIGNED 
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UNITED STATES DEPARTMENT DF CDMMERCE 
National Oceanic and Atmospheric Administration 

NATIONAL MARINE FISHERIES SERVICE 

ALASKA FISHERIES SCIENCE CENTER 
NATIONAL MARINE MAMMAL LABORATORY 
7600 Sand Point Way NE, Bin C1 5700 
Seattle, Washington 981 1 5-0070 

24 September 2004 


Dear Dr. Gibbens: 

The National Marine Mammal Laboratory (NMML) recently received a reminder to complete 
our annual report for our research facility (APHIS Form 7023). Per our letter of 27 July 2004, it 
recently became clear that it is not appropriate to report to APHIS on the wildlife studies 
conducted by NMML. Our studies fall under the APHIS definition of studies “to monitor the 
population status” that are necessary for wildlife management and do not fit the APHIS 
definition of “research”. Thus, we have nothing to report in 2004. Should NMML initiate 
studies that fall under the APHIS definition of “research,” they will be reported as required. 

For your information, all marine mammal studies at NMML are conducted under the authority of 
federal marine mammal permits, which are subject to substantial public review for the types of 
studies conducted and the numbers of animals of each species involved. Studies earned out by 
NMML are permitted under the Marine Mammal Protection Act and the Endangered Species 
Act, if applicable. Permit requests are published in the Federal Register and are made available 
for public review and comment. Analyses under the National Environmental Policy Act and 
section 7 consultations under the Endangered Species Act are conducted, if necessary, prior to 
issuance of a marine mammal study permit. Furthermore, there are both annual and 5 -year 
reporting requirements for each marine mammal permit. These documents can be obtained by 
contacting Steve Leathery, Chief, Office of Protected Resources - Permits Division, 301/713- 
2332. 

Should you require additional information, please contact me at your convenience. 


/ y % 

O !•» 


c 


'®'-.^rES of 


Robert M. Gibbens 

U.S. Department of Agriculture 

Animal and Plant Health Inspection Service 

Animal Care, Western Region 

2150 Centre Avenue 

Building B, 3W11 

Ft. Collins, CO 80526 
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This report is required by law (? USC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150 
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UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. 91-F-002 

Customer Number: 1212 

FORM APPROVED 

OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA I 

include Zip Code) 1 

ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 

Dept. Of Clinical Investigations 
Madigan Army Medical Center 
Box 454 

Tacoma, WA 98431 
Telephone; f253)-968-1 1 60 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITYLOCATIONS (Sites) 


Building 9040 (NMAMC) 


Department of Clinical Investigation 


OMAM 


£ 


Buildings 9781, 9782, 9786, and 9793 


1 REPORT OF ANIMALS USED BY OI 

R UNDER CONTROL O 

F RESEARCH FACILITY (Attach additional sheets if necessary or use AF>HIS FORM 7023A) | 

A. 

Animals Covered 

By The Anima 

VUeliare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
. purposes 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, oi 
use of pain- 
relieving drugs. 

D. Number ofanimals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E. Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted involving accorrpanylng pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the pfocedures producing pain or distress In tnose 
animals and the reasons such drugs ware not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C -i- 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 

10 




0 

8. Rabbits 






9. Non-human Primates 






10. Sheep 






■11.. Pigs 



6 


6 

12. Other Farm Animals 






Goats 

27 


178 


178 

13 Other Animals 






Ferrets 



10 


10 

Ak ^ tL 

^ Laboratory Mice 

71 


295 


295 

fit ^ 

Newts 

106 


31 


31 

■ assurance STATEMENTS 


1 


1) Profe^lonallyacceptable standards governing the care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranquilizing drugs prior to during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
prlndpal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached lo this annual report. In 
addHion to identifying the tACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarianfor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other asoects of 
animal care and use. ^ ^ 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional Official) 

1 certify that the above is true, coirect, and complete (7 U.S.C. Section 2143). 


SIG 

NAME & TITLE OF CEO OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for . ifitel^^i^ pl^oi^liQSfrol 

additional information. ^ - ''~/0 


FORM APPROVED 
OMB NO. 0579-0036 


1. CERTIFICATE NUMBER: 

91-F-0007 

CUSTOMER NUMBER: 

1213 


Usda/Ars/Animal Disease Research Unit 
337 Bustad Hall 
Washington State University 
Pullman, WA 99164 

Telephone: (509) -335-6029 


3. REPORTING FACILITY ( List all locations where animais were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7023A ^ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no pain, 
distress, or use o' 
pain-reiieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



4. Dogs 


5. Cats 


6. Gtiinea Pigs 


7. Hamsters 


8. F^bbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animais 


(ZsKthX-c. 


13. Other Animals 


2) Each principal investigator has considered alternatives to painful procedures 

The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care a nd use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


3|r2MAXllDC r\C r' C O 


I NAME & TITLE OF c; F n OR iWQTm mr^MAi nccioiAi /t 


DATE SIGNED 

//43.Cli 


( AUG 91 ) 


/, which is obsolete.) 


0 A of\n/. 
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APHIS Form 7023, Certificate Number: 91-F-0007, Customer number 1213 
Facility Locations (Sites) 

1. Washington State University 
Airport Road 

Pullman, Washington 99164-6630 
509-335-7335 

2. University of Idaho ^ 

Holm Research Center 

Moscow, Idaho 8384402201 
208-885-5799 





ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


University Of Washington 
Box 357190 
Seattle, WA 98195 

Telephone: (206) -543-8047 


facility LOCATIONS (les) - See Atact,ed Listing 

^PORT OP ANIMA.S U..0 BV OR , .„..7drr 


See attached form for „ 

additional information { Y *■ Control No.: 

; H ,/! 

^ y form APPROVED 
0MB NO. 0579-0036 


1. CERTIFICATE NUMBER: ^ 

CUSTOMER NUMBER: 1016 


Animals Covered 
By The Animal 
yvelfare Regulations 


i- . Dogs 


5. Cats 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


I C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

23 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


35 


I. Guinea Pigs 

0 

0 

1 

52 

5 

4 

. Hamsters 

20 

47 

40 

■ Rabbits 

10 

524 

316 

233 

Non-human Primates 

202 

725 

■ Sheep 1 

' 0 

5 

1 

24 

Pigs 

2 

92 

221 

Other Farm Animals 

JH 


Goats 

0 

1 0 

2 


sheets tf necessary or use APHIS Form 7023 A ) 

teaching, experiments 

research, surgery or tests were conducted involving 
accomp^ymg pain or distress to the animals and for wh 
me use of appropriate anesthetic, analgesic, or trarwuiliz 
drugs would have adversely affected the procedurS^ res 
or interpretation of the teaching, research, experimerits 
su^ery, or tests. ( An explanation of the procedures 

such drugs were not used must be attached to this report 


F. 


total NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


56 


29 


313 


other Animals 


10 


132 


ferrets 
jer bils 

SURANCE STA TEMENTS 

2) E^'^hpnnapal investigator has considered alternatives to painful procedures. 

( Chief Executive Officer'S'li^gaJy 





This report is required by law (7 DSC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21S0. 


See reverse side lor 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


1. REGISTRATION NO. 




Interagency Report Control No. 
0180-DOA-AN 


FORM APPROVED 
0M8 NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

University of Washington 
Box 357190 

Seattle, Washington 98195 
(206) 543-8047 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiditional sheets if necessary or use this torn}.) 


Animals Covered 
By The Animal 
Welfare Regulations 


12. &/OR 13. Other 

(List by species) 


Wild Animals: 


Bats 


Chipmunks 


Gophers 


Mice 


B. Number of 
animals being 
bred. 

conditioned, or 
held lor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 


C Number of 
aniihals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, pr 
use of pain- 
' relieving drugs. 


13- Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilLing drugs were 
used. 


Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons, such drugs were not used 
must be attached to this report). 


TOTAL NO. 
OF ANIMALS 


(Cols. 
D + 



ASSURANCE STATEMENTS 


1) . Professionally acceptable standards governing the care, treatment, and use of animals, including approriaie use ol anesthetic, analgesic, and tranquilizing drugs, prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) . Each principal investigator has considered alternatives to painful procedures. 

3) . This facility is adhering to the standards and regulations under the Act, and it has -required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation ol the exceptions, as well as the species and number ol animals affected. 

4) . The attending veterinarian tor this research facility has appropriate authority to ensure the provision ol adequate veterinary care and to oversee the adequacy of other aspects of 

animal care and use. 


CERTIFICATION BY HEADQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 


JAN 1 0 200; 


SIGNATUR^F C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITlITinNAI nFFir.lAI /Tvr^o nt Orinu 
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Umversity of Washington 

SS?” StS 

November 2004 


i^ACILITY LOCATIONS: 


attachment a 


1. 


2. 

3. 

4. 


C«« on h™„ Devdopn,,,, „„ 

“•P™™ of P.,.lol.B„ CMe M 

Stf” -»•» P«-.» C».. 3, 

■ Health Sconces Building, Western 

Deparhnent of Biology: Hitchcock Hall 


University of Washington 
Registration # 91-R-OOOl 
Department of Comparative Medicine, Box 357190 

November 2004 


ATTACHMENT B 

Institutional Animal Care and Use Committee Approved Exceptions to the Standards and 
Regulations of the Animal Welfare Act: 

Cage Variances: 

1) During behavioral testing of monkeys group-housed in “run-through” cages, a divider will be used 
that keeps all but the test monkey in slightly smaller cage space than USDA regulations specify. The 

animals will be housed in the smaller cage no more than 36 hours and typically less than 12 
Species: Primates 

Number of animals used: 0 

2) Waiver of requirement for a perch in the cages of certain dams. The animals are in the late stages of 
pregnancy and are jacketed and tethered to a swivel and pump system. There is a danger of the 
tether becoming caught on or entangled with the perch. 

Species: Macaca nemestrina 
Number of animals used: 6 

3) A 'W-toough" configuration of two group 4 cages for group 3 category monkeys. This provides 
12.5 sq ft of floor space rather than the 12.9 sq ft recommended in the regulations for animals of this 
weight. It IS felt that the small difference in available floor space is more than compensated for by 

the complete access to age-matched cohorts, allowing full social interactions between the triads. 
Species: Macaca nemestrina 

Number of animals used: 12 

Multiple Major Surgery: 

I. Exceptions approved by the University of Washington lACUC and USDA 

None 

II. Exceptions approved by the University of Washington lACUC 

1) 1 . Bone marrow aspiration 

2. Implantation in the paw of a tissue engineered construct, 3 weeks following #1 

3. Bone ablation and elevation of construct, 6 weeks following #2 
Species: Rabbits 

Interval: 3-6 weeks 
Number of animals used: 0 



2) 1 . Laparotomy to place bilateral aortoiliac PTFE vascular grafts; ligation of native aorta 

2. Creation of unilateral femoral A-V fistula through groin incision, 2 months following #1 
Species: Baboon 

Interval: 2 months 
Number of animals used: 0 

3) 1 , Laparotomy to place bilateral aortoiliac PTFE vascular grafts; ligation of native aorta 

2. Laparotomy and incision in groin to infuse adenoviral vectors, 2 months following #1 
Species: Baboon 

Interval: 2 months | 

Number of animals used: 0 

4) 1 . Laparotomy to place bilateral aortoiliac PTFE vascular grafts; ligation of native aorta 

2. Laparotomy and incision in groin to infuse adenoviral vectors; creation of bilateral femoral 
A-V fistula through groin incision, 2 months following #1 
Species: Baboon 
Interval: 2 months 
Number of animals used: 0 

5) 1 . Craniotomy and injection of tracers into brain 

2. Laminectomy and injection of tracers into spinal cord, a minimum of 10 days following #1 
Species: Macaca nemestrina, Macaca mulatta 
Interval: 10 days 
Number of animals used: 7 

6) 1 . Cramotomy and implant of head restraint devices and electrodes to stimulate or record fi-om 

brain regions 

2. Lammectomy and implant of spinal recording chamber and stimulating electrodes a 
minimum of 7 days following #1 ’ 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days 
Number of animals used: 0 

7) 1 . Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions 

2. Lammectomy and implant of spinal recording chamber and stimulating electrodes a 
mmimum of 7 days following #1 

3. Craniotomy and injection of tracers into brain or spinal canal re-opened if bone has re- 
grown and injection of tracers into spinal cord, a minimum of 2 months following #2 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 




8) 1. Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions 

2. Laminectomy and implant of spinal recording chamber and stimulating electrodes, a 
minimum of 7 days following #1 

3. Spinal canal re-opened if bone has re-grown and implant of micro wires into spinal cord, a 
minimum of 2 months following #3 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 

9) 1 . Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions 

2. Laminectomy and implant of spinal recording chamber and stimulating electrodes, a 
minimum of 7 days following #1 

3. Craniotomy and injection of tracers into brain, a minimum of 2 months following #2 

4. Spinal canal re-opened if bone has re-grown and injection of tracers into spinal cord, a 
minimum of 1 0 days following #3 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 

10) 1. Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions, and craniotomy and implant of brain recording chamber 
2. Laminectomy and implant of spinal recording chamber and stimulating electrodes, a 
minimum of 7 days following #1 
Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days 
Number of animals used: 0 

11) 1. Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions, and craniotomy and implant of brain recording chamber 

2. Laminectomy and implant of spinal recording chamber and stimulating electrodes, a 
minimum of 7 days following #1 

3. Spinal canal re-opened if bone has re-grown and injection of tracers into spinal cord, a 
minimum of 2 months following #2 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 

12) 1. Craniotomy and implant of head restraint devices and electrodes to stimulate or record from 

brain regions, and craniotomy and implant of brain recording chamber 

2. Laminectomy and implant of spinal recording chamber and stimulating electrodes, a 
minimum of 7 days following # 1 

3. Spinal canal re-opened if bone has re-grown and implant of microwires into spinal cord, a 
minimum of 2 months following #2 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 



'■ tatSy'Zs"'' 6«» 

™“"» on 4 d.,. 

Interval: 7-14 days 
Number of animals used: 0 

tata “S”"' or TOrt liom 

" :SZr7,d^r;"fo“ “ ‘““S *“™k4. . 

3. Craniotomy and implant of brain recording chamber, a minimum of 14 days following #2 

4. Spmal canal re-opened if bone has re-grown and injection of tracers L ti^ cS a 

mimmum of 2 months following #3 ^ ^ 

Species: Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 

'■ l«nni”l*o,,ocori»om 

:^r77 • 

3. Cramotomy and implant of brain recording chamber, a minimum of 14 days following #2 

4. Spmal canal re-opened if bone has re-grown and implant of microwires Into sSKd a 

mimmum of 2 months following #3 ^ ^ 

Species. Macaca nemestrina, Macaca mulatta 
Interval: 7 days - 2 months 
Number of animals used: 0 

16) 1 . Craniotomy and implant cranial chambers 

2. Implant wires in arm muscle 4 weeks following #1 

4 laminectomy for tracer injections, a minimum of 4 weeks following #2 

4. &amotomy or laminectomy for tracer injections, a minimum of 2 weeks after #3 ^ 

“ the spinal cord 4 
■>' ^ - 

Species: Macaca nemestrina 
Interval: 2 weeks - 4 months 
Number of animals used: 1 

®=^ews for stabilization lugs 

• omy o unplant chambers, a imnunum of several weeks to several months following 

Species: Macaca mulatta 

Interval, several weeks to several months 

Number of animals used: 6 

OEC - 1 2004 



18) 1 . Eye coil surgery, 4-6 tiny holes drilled in skull to accept small screws for stabilization lugs 

2. Craniotomy to implant chambers, a minimum of several weeks to several months following 
#1 

3. Temporal bone surgery to plug semicircular canals, several weeks to several months 
following #2 

Species: Macaca mulatta 

Interval: several weeks to several months 

Number of animals used: 1 


19) 1. Pancreatectomy 

2. Islet transplantation 3 weeks following #1 
Species: Macaca nemestrina, Macaca fascicularis, Baboon 
Interval: 3 weeks 
Number of animals used: 0 

20) 1. Islet transplant 

2. Islet transplant, 3 weeks following #1 

3. Islet transplant, 3 weeks following #2 

Species: Macaca nemestrina, Macaca fascicularis, Baboon 
Interval: 3 weeks 
Number of animals used: 0 

21) 1. Thoracotomy 

2. Islet transplantation, 3 weeks following #1 
Species: Macaca nemestrina, Macaca fascicularis. Baboon 
Interval: 3 weeks 
Number of animals used: 0 

22) 1 . Thoracotomy 

2. Kidney transplant, 3 weeks following #1 
Species: Macaca nemestrina, Macaca fascicularis. Baboon 
Interval: 3 weeks 
Number of animals used: 0 

23) 1 . Laparotomy for ooc34e collection 

2. Laparoscopy for oocyte collection, a minimum of 3 months following #1 

3. C-section (after nonsurgical artificial insemination), a minimum of 3 months following #2 

4. C-section (after nonsurgical artificial insemination), a minimum of 3 months following #3 
Species: Macaca nemestrina, Macaca fascicularis 

Interval: 3 months 
Number of animals used: 0 


24) 1 . Laparoscopy for oocyte collection 

2. Laparoscopy for oocyte collection, a minimum of 3 months following #1 

3. C-section, a minimum of 3 months following #2 
Species: Macaca nemestrina, Macaca fascicularis 
Interval: 3 months 

Number of animals used: 0 



1 



25) 1 . Laparoscopy for oocyte collection 

2. Laparotomy for embryo transfer, a minimum of 3 months following #1 

3. C-section, a minimum of 3 months following #2 
Species: Macaca nemestrina, Macaca fascicularis 
Interval: 3 months 

Number of animals used: 0 

26) 1 . Partial pancreatectomy and creation of isolated intestinal pouch 

2. Laparotomy for islet transplantation, a minimum of 24 hours after #1 
Species: Dogs 
Interval: 24 hours 
Number of animals used: 1 

27) 1. Total pancreatectomy, stomach myocytes obtained, islet autografts placed in the pmentum, 

and resection of any ischemic appearing duodenum 

2. Laparotomy to examine the duodenum for signs of progressive ischemia and possible 
resection of duodenum to prevent perforation, 24 hours following #1 

3 . Laparotomy to place transduced myocytes expressing human insulin, 6 weeks to 3 months 
following #3 

Species: Dogs 

Interval: 24 hours - 3 months 
Number of animals used: 2 

28) 1 . Eye coil implantation and head holder 

2. Chamber (craniotomy) 2 months after #1 
Species: Macaca mulatta 
Interval: 2 months 
Number of animals used: 3 

29) 1 . Eye coil placement and implantation of stabilization lugs into the skull 
2. Craniotomy a minimum of 3 weeks after #1 

Species: Macaca mulatta 
Interval: 3 weeks 
Number of animals used: 2 

30) 1. Placement of TMJ implants (EMC electrodes, x-ray opaque markers) and tongue reduction 

surgery 

2. Placement of additional TMJ implants (strain gauges, transducers), 10-14 days following #1 
Species: Pigs 
Interval: 10 -14 days 
Number of animals used: 0 

31) 1. Placement of TMJ implants (EMG electrodes, x-ray opaque markers) 

2. Tongue reduction surgery, 7-10 days following #1 

3. Placement of additional TMJ implants (strain gauges, transducers), 10-14 days following #2 
Species: Pigs 

Interval: 7-14 days 
Number of animals used: 0 



32) 1 . Implantation of eye coils and head-stabilizing acrylic lugs 

2. Implantation of a recording chamber over a craniotomy, 2-24 months following #1. 

Species: Macaca mulatta 
Interval: 2-24 months 
Number of animals used: 4 

33) 1 . Implantation of eye coils and head-stabilizing acrylic lugs 

2. Brain lesion to divide, the left and right halves of the eye movement-related part of the 
medial cerebellum, a minimum of 3 months following #1 
Species: Macaca mulatta 
Interval: 3 months 
Number of animals used: 0 

34) 1 . Implantation of eye coils and head- stabilizing acrylic lugs 

2. Craniotomy to produce brain lesion to divide the left and right halves of the eye movement- 
related part of the medial cerebellum, a minimum of 2 months following #1 

3. Implantation of a recording chamber over a craniotomy, a minimum of 1 month following 
#2 

Species: Macaca mulatta 
Interval: 1 - 2 months 
Number of animals used: 0 

35) 1 . Implantation of eye coils and head-stabilizing acrylic lugs 

2. Implantation of a recording chamber over a craniotomy, 2-24 months following #1 

3. Craniotomy to inject tracers into the brain, 3-24 months following #2 
Species: Macaca Mulatta 

Interval: 2-24 months 
Number of animals used: 0 

36) 1 . Implantation of eye coils and head-stabilizing acrylic lugs 

2. Implantation of a recording chamber over a craniotomy and surgery to plug semicircular 
canals, 2-24 months following #1 
Species: Macaca Mulatta 
Interval: 2-24 months 
Number of animals used: 0 

37) 1 . Implantation of eye coil and head holder 

2. Craniotomy, 6-12 months after #1 above 

3. Possible chamber repositioning 6 months after #2 above 

4. Possible eye coil replacement 3-12 months after initial eye coil surgery 
Species: Macaca mulatta 

Interval: 3 - 12 months 
Number of animals used: 3 

38) 1. Female cats are spayed 

2, A craniotomy is performed to implant recording chambers a minimum of 2 months after #1 
Species: Cats 
Interval: 2 months 

rvF o-nimo1o 0 


39) 1 . Removal of periosteal flap 

2. Implantation of explant into reamed glenoid and humeral head replacement, 48 hours, 5 
days, or 7 days following #1 
Species: Rabbits 
Interval: 48 hours - 7 days 
Number of animals used: 0 

40) 1 . Removal of periosteal flap 

2. Implantation of periosteal explant into muscle pouch over the shoulder blade, 5 - 7 days 
following #1 
Species: Rabbits 
Interval: 5-7 days 
Number of animals used: 0 

41) 1 . Placement of maternal-fetal catheters (110 days gestation) 

2. C-section at 140, 155, and 160 - 165 days gestation 
Species: Macaca nemestrina 

Interval: 30, 45, 50 or 55 days 
Number of animals used: 0 

42) Laparotomy for intestinal and hepatic biopsy three times during pregnancy: early pregnancy, 
day 55-75, late pregnancy day 135-150 and post partum day 52-70 

Species: Macaca nemestrina 
Number of animals used: 0 

43) 1 . Placement of maternal-fetal catheters (60 - 70 days gestation) 

2. C-section (160 - 165) a minimum of 100 days following #1 
Species: Macaca nemestrina 

Interval: 100 days 
Number of animals used: 0 

44) 1 . Laparotomy to obtain hepatic and jejunal biopsy samples 

2. Laparotomy to obtain hepatic and jejunal biopsy samples, a minimum of 70 days tbllowmg 

#1 

3. Laparotomy to obtain hepatic and jejunal biopsy samples, a minimum of 85 days following 
#2 

Species: Macaca nemestrina 
Interval: 70- 85 days 
Number of animals used: 0 
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Health Sciences Administration 
Office of the Executive Director 


January 6, 2005 


USD A, APHIS, Animal Care 
Western Regional Office 
2150 Centre Ave, Bldg. B 
Mail stop #3W11 
Fort Collins, CO 80526-8117 


It has come to our attention that our initial USD A Annual Report for the reporting period 
October 1, 2003 through September 30, 2004 failed to include sea lions that were used on a 
project during that time. A corrected Continuation Sheet for Annual Report (APHIS form 
7023A) is included. 


Also, please includ€|g|j|A||Hlj[^^^^^^as an additional person authorized to conduct business 
under our registratiom^^^^^^^Jis^the Director of Budget and Administration, Health 
Sciences Administration, and is authorized to act on my behalf when I am unavailable. 


If you have questions or require additional information, please don’t hesitate to contact me. 


i 


JAN 1 0 200c 




cc: 


(b)(6), (b)(7)c 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 
resr Jt in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


Sm attached foW for'^ I ( O C /' Jnteragenor Report Control No • 
^adroonal information. ^ ^ (f 


1. CERTIFICATE NUMBER: 91_R-0002 
CUSTOMER NUMBER: 1 026 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( T^E OR PRINT ) 

COPY FOR YOUR 

INFORMATION 


Washington State University 
Office Of The Campus Veterinarian 
PO Box 641165 
Pullman, WA 99164 

Telephone: (509) -335-6246 




3. REPORTING PACILm, ( UN Uc«loos .R.,. o, u»d In acuN leN,,,. „ „ h.M fo, 


FACILITY LOCATIONS ( Sites ) - See Atached Usbng 


_EPORT OF ANIMALS USED BY OR UND E R CONTRO L OF RE SEARCH FACILITY I Attach addition al sheets If necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welf 2 ire Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
dmgs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 



Cattle 


Gamelids 


13. Other An 


Bighorn She ep 0 

ASSURANCE STATEMENTS 


teaching, testing, swgery, or experimentation terefoll^!^b^ r^a^ anestebc, analgesic, and tranquilizing drugs, prior to. during, and following actual resa; 

2) Each principal investigator has considered alternatives to painful procedures. 

InsMutlonal Anhn. Care and Use ConmtoMTSwSq A^aummw^ ailaortMwtonr. specified and explsined by the pdncipal Investifiater and apr 

bdef .»olena«». a, the e^epfipna. as «aa a. Ibe^Si aXTb^ tf aSSb aS « adn,nw»y S 

4) ^■■“»^"3”»""s '^t°T»reae.rdbMlb,haea|dN«,dal.anlbdn»tt.nau,elfi.pc.nai.n.,ad.dua,e'«anna,yca,eandfi. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFRCIAL I 

( Chief Executive Officer or Legally Responsible Institutional Official ) 


{ AUG 91 ) 


OFFICIAL 


v-^-bcnav.^ esA T wiaM 18-23 (OCT 88), which is obsolete.) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 


DATE SIGNED 





















This report Is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PL^NT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


See reverse side lor 
additional inlorinaiion 


1. REGISTRATION NO. 


Interagency Report Control No 
01 80-00 A-AN 


form APPROVED 
OMS NO. 0579-0036 


^‘/n^d?zJ”cS facility (Name and Address, as registered with USOA 


COPY FOR YOUR 

information 


^RT OF AN IMALS USED SV OH UNDER CONTH^iT^^RESEAHCH FACILIIV W.cA Mtio,,., , 


Animals Covered 
By The Animal 
Wellare Regulations 


12. &/OR 13. Other 

(List by species) 


Grizzly Bears 


Cougar 


Duiker 


Pygmy Rabbit 


Cottontail Rabbi 


Mule deer 


B. Number of 
animals being 
bred, 

conditioned, or 
held lor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 


C Number ol 
animals upon 
which leaching, 
research, 

I experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 


Number ol animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used. 


Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use ol appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely allected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats end the reasons, such drugs were not used 
must be attached to this report). 


total no. 

OF ANIMALS 


(Cols. C 
0 + E) 



and following aclua’i research, tea2hinrtesl"ng!?urg\'^. or.!Se?imema“roVwe?e7on'Led b^ analgesic, and tranquilizing drugs, prior to. during. 

2). Each principal investigator has considered alternatives to painlul procedures. 

prteipal IFvesiig,io, Lo spproSu“*h’."l!,SS’AnS ““ “• SPPPU'M •"U e«pteipM by Ihp 

.UP.non .0 ,b. ,ACUC.app,p..u .ycplPpM. a b,i=, “^aSS o'! fra^Iupaf aa .-ITrS a«“rbJ,°oraJiraS2rar “ 

rafmaSTa'u’a ■>">«'='» «' ca,. and Ip pyaysa. ,b. adappacy «, p.ba, ..p,a,s 

CfiR'nriCATlON BY HEADQUARTES RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional Official) 


SIGNATURE OF F r\o ikjcti'ti OFFICIAL 


I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 


name & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or PrinV 


DATE SIGNED 



























Washington State University 
USDA Annual Report YR: 2003-2004 


Copy pQp Your 

informat, 6n 


Column E Explanation 

a» I/to, « « AiSS "“-y »» P w, .to 


1* Registration Number: 91-R-0002 
2. Number of animals used in this study: 1 
. Species of animals used in this study: Horse 
4. Explain the procedure producing pain and/or distress: 

Protocol# 2782 

toThorsS^?™sW^ prwednre to study innate immune 

Recent studies in vi^ (EU V) infections, 

affect the replication of thf virus in vi^ significantly 

intravenous administration of bacterial ii ® procedure will include the 

activate the primary host cells for ElA V rtt***** ^®®“**“*'i‘** i^PS, endotoxin) to 
expression of TNf 4^ A pilm sSL^L^?*"® “P**^®*) cause increased 

vitro data can be exte^to’^SSrSoThT^m “ “• “ 

Lres'Sa*^ £itrL‘acroJh2s‘*to“vT^^ Exogenous administration of 

TNF-alpha, and in th^S^u^’ by increased serum levels of 
immunity and host mec^^T f hypothesized to mterfere with innate 

with current inapparent EUriiSZ** ^^Jf*** ^cpbcni^nn. Three of the horses 
LPS will be given intravenously at the rate of 0 experiment 

administered slowly over a period of 5 min 5 

has been shown to affect a i^ber of nhv«- i” of LPS 

rate, respiratory rate, body temperature Vrv®*ni**®***” *** horses, including heart 
counts. However, these effects are generallv mild and ieukocyte 

administered LPS exhibit moderatf dZZ-^^ ^ transient In addition, horses 
effecte are also fransient (hours) and ar*^ noTfife ~ however, these 

reactions resulting in severe distress or nno » j cnmg. If there is any severe 
laminitis, or hypovolemic shock the e™" reactions such as seizures, 

euthanasia of the horse. After a4iLs^ti“S ft**™*^*®^ hnmediately by 
contmnonsly for the first 2 hours for side eZ-t. ** ponies will be monitored 
hours. If observed, severe sMeTff^^b ^n f ^‘®’Z®“ ®I®*'^ ‘“c "*« 12 
(Banamine), a nonsteroidal ^SZZt “"“^dn meglumine 

needed to control fever and provide ®‘bnn“stered (1 mg/kg, IV) as 


5. Provide scientific justification why pain and/or distress could not be relieved. 
State methods or means used to determine that pain and/or distress relief would 
interfere with test results. (For Federally mandated testing, see Item 6 below).: 

The reason that the effects of LPS are not treated (unless severe) is that 
Antiinflamm atory drugs will interfere with the action of LPS on macrophages. The 
reason that transient or low grade fever of El AV is not treated is that these horses 
typically remain alert, and continue to eat and drink. However, treatment with 
antiinflamma tory drugs may compound the low platelet counts associated with 
EIAV and may in fact worsen the clinical disease by producing life*threatening 
bleeding disorders. 

6. What, if any, federal regulations require this procedure? Cite the agency, the code 
of Federal regulations (CFR), title number and the specific section number (e.g., 
APHIS, 9 CFR 113.102): 

NA 

your 

information 



"Tiis r port is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for j ^ ^'7 ^'^'^iS^&S^eport Control No.: 
additional information. /7 ^ U 


1. CERTIFICATE NUMBER: gi-R-OGOS 
CUSTOMER NUMBER: 1017 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


The Hope Heart Institute 
1710 E. Jefferson 
Seattle, WA 98122 


Telephone; (206) -903-2001 


3. REPORTING FACILITY ( List all locations >where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teachirrg, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquilly 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

(COLUMNS 
C + D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and folloviring actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and H has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary im 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other asprects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official ) 



I NAMP *, Tm p np r p n r»D imctiti mrtki&i rvccir'i ai r t.. n_-_ 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 





























This report ti. required by law (7 use 21 431 Fan..r=, 

r^ult in an order to cease and and to be sui^ regulations can 

a Pe nalbes as provided for in S>r 4 .-^ 21 • 


annual report of research facility 

( type or print ) 




See attached form for 
additional information. 


/ •? ^ —-(29 c/ 

• ^ *A‘eragencyTteporftor 


1. 91-R.0006 

CUSTOMER NUMBER: 1018 

Battelle Mem. Inst.. Richland Site 
P. O. Box 999. (Msin P7-52) 
Richland, WA 99352 

Telephone: (509) -376-6115 


Control No.; 


FORM approved 
0MB NO. 0579-0036 




facility locations ( Sites ) - See Atached Ust^g 


— ■ - » ! - oee Aiaoied Listing 

^ORT OF r^^iMALS USED BY OR UNDER COKrrp n, o. — . . 

^ ^ Number Of animal I C. Number of ^ch additional sheets if necess a ry or use APHIS Form 7023A I 

being bred. animals upon Number of animals upon I - 

h“e?;S?:i'ir ‘“=^-9. SSzir::!!' 


Animals Covered 
By The Animal 
Welfare Regulations 


conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yt 
used for such 
purposes. 


, research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


teaching, research. 
Surgery, or tests were 
conducted involving 
eccompanyir^ pain or 
distress to the animals an 
for which eppropriate 
anesthetic, analgesic, or 
tranquflizing drugs were 
used. 


^ ‘“ching. experiments F 

r^arch, surgery or tests were conduaed^n? - 

a^mpanying pain or distress to the anirr.a^nd for wh 
foe use of appropriate anesthetic analcesfo or iriAo t 

adversely afferted foe procedure "res 
or mterpretation of foe teaching, research^^l^te 

ol^Sud' ^ ^ e^Planabon of the pSLres 

•such drugs were not used must be attached fothti^ 


total number 

OF ANIMALS 

( COLUMNS 
C+D+E) 


^ . - - -- ~i..*oicpon 

z-r . — ■ — - — - — 0 ■ — 0 0 

6. Guinea Pigs ^ ’ U q “ 

7. Hamsters " — ^ ~ q ' — - — 

9- Non-human Primates ' ^ ' ^ q ' 

10. Sheep 

" 11. Pigs 

12. Other Farm Animals 

13. Other Animals 

Cottontail 
^Tac ktail daer 
Deer mou.ctp q I 

assurance STATEMENTS " " "■* ^ L J-J | ^ 

'' 

) “■ There were no exceptions 







NAME & TfTLE OF C P n no i 


ie or Prill) 


ikh IS obsolete.) 


date signed 

A>ir 3 / . 


12/07/2004 11:41 9704947461 


USDA APHIS AC 


_ C3rt 
Secflon 21S0, 


annual of research facility 

(TYPe OR PRINT) 


[■ . T — I -s^nsf ivw, varsf-uuacs 

,.. ' Sa Z-^;,^ . 

See Attached Listing 


1, REGISTRATION NO. 

91-R-0007 


See rsvETss side for 
SddlllonBi InformoUon. 


, I U I ''WV^/ 

'^4)/ 


CUSTOMEF? No. 
1019 


% 

Int^l^ney Report Control No 
OlfiO-OOA-AN 


FORM APPROVfiD 
OMB No, 0579-0036 


*' Fb! NumiTeref " TT. IL,..^'" or 1199 APHIS PQf^Ti^ /- 


Animals Covernd 
By The Animal 
Welfare Reoulallons 


4. Do gs 
Si Cats 
6. Cuinea Pigs 


B, Numljeref 
animals belna 
bred. 

condlUoned, or 
hilld for yae In 
teaching, testing, 
Bxperlmenl.'i, 
itwearch, w 
surgery but not 
yet used for such 
purposes. 


Number of 
animals uport 
which teaeWng, 
research, 

ttpwimonte. or 
, lesiswere 
cenduded 
involving no 
pnin, distress, or 
use of pain- 
rellevinn drugs. 


D. Number of arilmBis upon 
which ekpertmenia, 
teaching, research, 
eurpery, or tests were 
conducted Involving 
accompanying pain or 
dialrese to tno animals 
and for which appreprlaie 
anesthetic, analgesic, or 
trangullizJng drugs wem 
used. 


E. Number of snimals upon wtil^ teaching. 
CKperIniente, research, smgery gr tests ware 
asnduoi^ Involving accompanying pain or dblresa 
to me animals and for which the use of appmpriaS 
aneslhollc, analgesic, or iranqullbdng Onw wmlo 
have advcraety ofTecled the procedures, n»su!!s cr 
Interpratellort of the teaching, rdsearch, 
^erlmer^, surgery, or tests. (An eyplemUm of 
fw*" "* ctolress In these 

^ not used 

mua be ettechetf fo this report) 


F. 


TOTAL NO. 
OF ANIMALS 

(Ca^, C 4- 
D+E) 


o 


o 


0 


o 


7 . Hamstefs 




o 


8. Rabbha 


0 


o 


9. Non-Human Primates 


1B. Sheep 

H.PigB 


o 


lg. Other Farm Animate 


o 


o 


13, other Animala 


D 


o 


ASSURANCE STATgMfeWTB I 

. — 




7Miai<Z5{OctaB),whii 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


See attached form for 
additional information. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: gi-R-OOOQ 

CUSTOMER NUMBER; 1020 

FORM APPROVED 

OMB NO. 0579-0036 

1 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Eastern Washington University 
President’s Office, 214 Shw 

Cheney, WA 99004 


1 


Telephone: (509) -359-2371 


1 

1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held tor these purposes. Attach additional sheets it necessary ) | 

1 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A \ 


A. 

B. Number of animal 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments. 

F. 
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research, surgery or tests were conducted involving 
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distress to the animals an 
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1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual rese: 


teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. , — , 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A sumnwry of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary ini 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 
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ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 
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1. CERTIFICATE NUMBER: 91-R-0011 
CUSTOMER NUMBER: |021 

Hollister-Stier Laboratories Lie 
N. 3525 Regal Street 
Spokane, WA 99207 

Telephone: (509) -489-5656 


InteragencyReport Control No.: . , 
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„ OMB NO. 0579-0036 
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y The Animal 
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pain-relieving 
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which experiments, 
teaching, research, 
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used. 

E. Number of animals upon which teaching, experiments, F 
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accompanyirtg pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquittz 
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or intdrpretation of the teadiing, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such rlrugs were not used must be attached to this report 
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RANCE STATE MENTS ' 

Professionally acceptable standards governi.;g the care, treatment, and use of animals, including appropriate use of anesteUc. analgesic, and tranquHizing drugs, prior to. during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, os well as the species and number of animals affected. 

The att ending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OmClAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


Art rriAAiA L OFFICIAL 


NAMEA 


TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (TypeorPrirt) 


DAT&SIGNEO 


Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an official form and Its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number: 91-R-ooll 

2. Number 69_ ^ animals used in this study. 

i 

3. Species (common name) Guinea Pigs pf animals used in the study. 






4. Explain the procedure producing pain and/or distress. 

Guinea Pigs are used for the performance of the Food and Drug Administration 
directed General Safety Test, as defined in 21 CFR part 610.11. The animals 
are given an intraperitoneal injection (part 610.11, c, 1) of • up to 5nL of 
a product that is generally regarded as safe and non-toxic. The overt health 
of the animal is monitored for a seven day period, at which time the test is 
concluded. A failed test is indicated by either death or weight loss of th^ 
animal. Product interaction may be attributed to either of these results. 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see 
item 6 below) 

Anesthetics, analgesic or tranquilizing drugs are not administered, as they 
may interfere with the test results. The product may induce a pyrogenic 
response, potentially resulting in weight loss and/or death, which could be 
masked by these drugs . At any time during the test an animal appears to be 
ill and/or suffering, it may be humanely euthanized. 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 113.102): 

Agency DHHS-FDA, CBER qPR 21CFR 610.11 General Sa ftey 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


See attached form for 
additional information. 
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ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 91-R-0030 

CUSTOMER NUMBER: •) 028 

i 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 
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P. 0. Box 502 

Pullman, WA 99163 



Telephone: (509) -334-5815 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

B. Number of animal 
being bred. 
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ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese: 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. , 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 
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I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Tvoe or Print ) 


DATE SIGNED 

10 / 4 / 0 ^ 


Ah'HIS FORM 7023 
( AUG 91 ) 


(Replaces vs FORM 18-23 (OCT 88), which is obsolete.) 































•his report is required by law (7 USC 2143). Faiiure to report according to the r^ulations can 
3Sutt in an order t o cease and desist and to ^be^u^^ to penalties as providedjo r in Section 21. 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See attached form for 
additional information. 
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FACILITY LOCATIONS ( Sites ) - See Atached Usting 
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producing pain or distress in these animals and the reasc 
such druQS were not used must be attached to this report 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


See attached form for / t Interagency Report Control No.; 

additional information, f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 91-R-0036 
CUSTOMER NUMBER: -j 032 


FORM APPROVED 
OMB NO. 0579-0036 


Seattle Biomedical Res. Inst. 

307 Westlake Avenue North, Suite 500 
Seattle, WA 98109 

Telephone: (206) --284=8346- Tv^iiio^t/oU 


J. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See |Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHIS Form 7023A I 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o" 
pain-relieving 
drugs. 

D. Number of animais upon 
which exF>eriments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for vifhich appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
dmgs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repon 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

i. Dogs 






). Cats 






i. Guinea Pigs 


1 




'. Hamsters 


1 




i. Rabbits 



i 



1. Non-human Primates 






3. Sheep 






1. Pigs 






2. Other Farm Animals 












3. Other Animals 












ere were no U 

SDA regulate 

i species us 

sd at SBRI during 

this reporting period. 







* 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAMF A TITI F OF r. F n OR IW5;TITI ITIOMAI OFFIP.IAI f Tuno nr Print ^ 


DATE SIGNED 

<1 


r 88), which is obsolete.) 





his repon is required by law (7 USC 2143). Failure to report according to me regulations 
jsult in an order to cease and desist and to be subject to penalties as provided fonn^Section^^^^ 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 

1. CERTIFICATE NUMBER: QI-R-OOSZ 
CUSTOMER NUMBER: 1033 


i Intera^ency^e^l Control No.: 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Icos Corporation 
22021 - 20th Avenue Se 
Bothell, WA 98021 


Telephone: (425) -485-1900 


REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary , 


— i— 

ICOS Corporation Building 1 and p/i^QiLUy locations ( sites ) - see Atached Listing 

2202 1 2Qth Av. SE Building 4 South ■ 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


D. Number of animals upon 
\which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 



ASSURANCE STATEMENTS . 

"■ 1 ) Pr^fessi"^ accepm'ble'strndarts governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese: 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 




















This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
'esult in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUXNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional Information. 


1. CERTIFICATE NUMBER: 91-R-0038 
CUSTOMER NUMBER: '1 034 




(b)(6), (b)(7)c 


R & R Rabbitry 
20004 Happy Valley Rd. 
Stanwood, WA 98292 


5 -^'-'' '{ A~^ f-f 
Interagency Report Control No.; -5? 


FORM APPROVED 
OMB NO. 0579-0036 



Telephone: (360) -652-7157 


. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


LoJd Room 'i- 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


Surae/Suile. 1,3 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILIPi' ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 



B. Number of animal 
being bred, 
conditioned, or 

C. Number of 
animals upon 
which teaching. 

D. Number of animals upon 
which experiments, 
teaching, research. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 

F. 

Animals Covered 

held for use in 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

TOTAL NUMdER 
OF ANIMALS 

By The Animal 

teaching, testing. 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments. 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 
used for such 
purposes. 

involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repoh 

C+D+E) 


. Dogs 


. Cats 


. Guinea Pigs 


. Hamsters 


. Rabbits 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary io' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


^PHIS FORM 7023 

r Ai ir; OH \ 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 


























This report is required by law (7 DSC 2143). Failure to 
result in an order to cease and desist and to be subject 


report according to the regulations can r l p i 

to penalties as provided for in Section 21 f 


See attached form for 
additional information. 


^'{ M 


ht^gency Report Control No,/ 
A r) (J / 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER; 91-R-0039 

CUSTOMER NUMBER: 8220 

FORM APPROVED 

0MB NO. 0579-0036 

Walla Walla Fire Dept./City Of Walla Walla 

200 S. 12th Ave. 


Walla Walla, WA 99362 


Telephone: (509) -527-4429 



3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in 
brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 




23 (OCT 88), which is obsolete.) 



(AUG 91 ) 



















^00 y f^'s/'Aludcd' 

This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for j 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional Information. 



^ I 


Interagency Report 
0180-DOA-AN 


ihtrol/Qo 



UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

91-R-0040 8221 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CLOUDED LEOPARD FIESEARCH & CONS. PROJECT 

324 WEST GIBBS RD. 

SPOKANE, WA 99224 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 

FACILITY LOCA 

TIONS(s/fes; 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY CAffach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 

. experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D-i-E) 

4. Dogs 





o 

5. Cats 


C> V'CJ 


% (Hi 1 

is- 

6. Guinea Pigs 

o-C 


.A XcK 

^ l\C 

1 

7. Hamsters 

CcA^C 

1 

lucf^ O- 

(LC-fiLfi i 

Ci<f ^^7 ktU 

'4^ i 

8. Rabbits 

Xc. 

S’ 

—r 


1 

9. Non-Human Primates 





■ ( 

10. Sheep 

TUi 

(j'r<\CnHjL 

t S' 


: 

{ 

) 

11. Pigs 

Otac 

k UclS 




1 2. Other Farm Animais , 





/ 



. J 



1 

13. Other Animais 














\ ASSURANCE STATEMEt^ 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 

official 

NAMF A TITI F OF O F O. OR INSTITUTIONAL OFFICIAL fTvns nr Print) 

DATE SIGNED 


T« rwrtM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 


(AUG 91) 




APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


91-R-0040 

8221 

CLOUDED LEOPARD RESEARCH & CONS. PROJECT 
324 WEST GIBBS RD. 

SPOKANE, WA 99224 


CLOUDED LEOPARD RESEARCH & CONS. PROJECT 
324 WEST GIBBS RD. 

SPOKANE, WA 99224 



report is required by law (7 USC 2143). Failure to report according to regulations can 
t in an order to cease and desist and to be subject to penalties as provided forjTjection^21£^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See attached form for 
additional information. 

1. CERTIFICATE NUMBER; 9'l-R-0042 
CUSTOMER NUMBER: 1035 


Reproductive Assays Lab. 
502 South M St. #300 
Tacoma, WA 98405 

Telephone; (253) -475-5433 


H 1 

FORM APPROVED 
0MB NO. 0579-0036 


PORTING FACILITY ( Ust all locations where animals were housed or ufeed in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ] 


FACILITY LOCATIONS { Sites ) - See Atached Usting 


PORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 


Animals Covered 
By The Antnnal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals, upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



JSURANCE STATE MENTS 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to. during, and following actual rese, 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


. I DATE SIGNED 






), which is obsolete.) 












This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 


. /£: 

InteragehcJ'Rep 





1. CERTIFICATE NUMBER: 9'|-R-0043 

CUSTOMER NUMBER: 1 036 

FORM APPROVED • 

OMB NO. 0579-0036 

Bio Res. Laboratories, Inc. 


2897 152nd Ave. Ne 


Redmond, WA 98052 


Telephone: (425) -869-4224 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
vifhich teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
cuch drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 



ogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following octuol rosej 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A sumnoary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


























This report is required by iaw (7 USC 2143). Failure to report according to the regulations can 
resuit in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0048 


CUSTOMER NO. 
1281 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

SONUS PHARMACEUTICALS, INC. 

22026 20TH AVENUE SE 
BOTHELL, WA 98021 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 

FACILITY LOCATIONS^sifes) 


SONUS PHARMACEUTICALS, INC. 
BOTHELL. WA 98021 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attadi addittonai sheets Jf necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon wrhich teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 



6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and follovring actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This faciflty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annua In 

addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speaes and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) jDA 


DATE SIGNED 


11/08/2004 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 












lis report is required by law (7 USC 2143). Failure to report according to the regulations can 


See attached form for 


Intefagfency Report Control No.: 


2143). Failure to report acconling to the regulations can . - i A 11^ 

and to be subject to penalties 




UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 91-R-0049 

CUSTOMER NUMBER: -j 284 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) ; 

Targeted Genetics Corporation 

1100 Olive Way, Suite #1 00 

Seattle, WA 98101 

Telephone: (206) -623-7612 


REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 

FACILITY LOCATIONS ( sites ) - see Atached usting 


lEPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o’ 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, cr tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

(COLUMNS 

C+D+E) 

P-jgs 

0 

0 


0 

0 

Cats 

0 


0 

P 


Guinea Pigs 

0 

P 

0 

0 

0 

Hamsters 

0 

P 

0 

0 

0 

Rabbits 

0 

0 

< 2 r 

j6 

0 

Non-human Primates 

0 

0 

0 

0 

0 

Sheep 

0 


0 

0 

0 

Pigs 

0 


0 

0 

0 

Other Farm Animals 

0 

0 


0 

0 







. Other Animals 

0 

0 

0 

0 






















iSSURANCE STATEMENTS 

1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal inve^gator and apF 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary in. 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 



( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGf 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

tPHIS FORM 7023 

(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 























































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 91-R-0049 

Customer Number: 1284 

Facility: TARGETED GENETICS CORPORATION 

1100 OLIVE WAY, SUITE #100 
SEATTLE, WA 98101 
(206) 623-7612 


TARGETED GENETICS CORPORATION 
1 1 00 OLIVE WAY, SUITE #1 00 
SEATTLE, WA 98101 



irs report is required by law (7 USC 2143). Failure to report according to the regulations can 
suit in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


See attached form for ' ^ ^'*^S^^^enq?'^porf^^jnfrol No.: 


additional information. 



REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


iEPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessaiv or use APHIS Form 7023A V- 


D. Number of animals upon 



B. Number of animal 

C. Number of 


being bred. 

animals upon 


conditioned, or 

which teaching. 

Animals Covered 

held for use in 

research. 

By The Animal 

teaching, testing. 

experiments, or 

Welfare Regulations 

experiments. 

tests were 


research, or 

conducted 


surgery but not ye 

involving no pain. 

' 

used for such 

distress, or use o' 


purposes. 

pain-relieving 



drugs. 

Dogs 

O 

12 . 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures.'res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the 'procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



SSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese: 

teaching, testing, surgery, or experimentation were followed by this research facility. - - 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap|: 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptiorrs, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



?if3WATi iRP np F n r>R in.>?titi rrinNAi OFFir.iAi 


I Ai ir:: oi \ 


I NAMF A TITI F OF T. F ft OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


IDATESIGNEC 


H nk 


r 88), which is obsolete.) 




































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0052 


CUSTOMER NO. 
1822 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SKELETECH 

22002 26TH AVE, SE; STE 104.. 

BOTHELL. WA 98021 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 

FACILITY LOCATIONSfs/fes) 


SKELE TECH 
BOTHELL, WA 98021 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
I purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
I relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


t or use APHIS FORM 7023A ) 

Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were rmt used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



10. Sheep 


1 1 . Pigs 


ASSURANCE STATEMENTS - 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be s^fi^ and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annua 

addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsibie Institutional official) 

I certify that the above is tme, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) jDM 


DATE SIGNED 


10/12/2004 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 


















lepuii is> its\4uiii5u uy law \i uau raiiure to report accoroing to tne regulations can 


oee auaciieo lorm lor 
additional information. 


interagency Kepon control No.: 




UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 91_R-0052 

CUSTOMER NUMBER: 1 822 

FORM APPROVED A 

0MB NO. 0579-0036 


Skeletech 


ANNUAL REPORT OF RESEARCH FACILITY 

22002 26th Ave, Se; Ste 104.. 


( TYPE OR PRINT ) 

Bothell, WA 98021 



Telephone; (425) -424-2663 



iPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


PORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A \ 


Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals ari 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

logs 






■ats 






iuinea Pigs 






lamsters 






labbits 






Ion-human Primates 







iheep 






‘igs 






)ther Farm Animals 












Hher Animals 
























5URANCE STATEMENT 

S 


J 


1 ) professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Art, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in. 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


3NATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

1 KiAMP * TiTi p nc r. F n or institutional OFFICIAL (Tvoeor Print ) 

DATE SIGNED 

HIS 

which is obsolete.) 




sport is required by law (7 USC 2143). Failure to report according to the regulations can 
in an order to cease and desist and to be subject to penalties as provided for in Section 2M 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


' I f interagency nepon t-ontrw nw.: 


1. CERTIFICATE NUMBER: 91-R-0053 

— 7 

FORM APPROVED 

0MB NO. 0579-0036 

CUSTOMER NUMBER: 11124 


SNBL USA, Ltd 

6605 Merrill Creek Parkway 

Everett, WA 98203 


Telephone: (425) -407-0121 

«nn nr mnerimentation. or held for these purposes. Attach additio 

nal sheets if necessary ) I 


PORTING FACILITY ( List all locations where animals were housed or us^ in i 

FACILITY LOCATIONS ( Sites ) - See Atached Usting 

^ORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A^ 


Animals Covered 

By The Animal 
felfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted Involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, tk 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

ogs 


' 




ats 






iuinea Pigs 






lamsters 




' 


labbits 

13 

70 1 

0 

0 ^ 

70 

Ion-human Primates 

1535 

833 

1599 

0 

2432 

Sheep 






’igs 






Dther Farm Animals 












Dther Animals 




© 












' 









ISURANCE STATEMENTS 

11 P^lon.lly gov^nln, «. and use of aNmals. Including .pproph.te us. an«e»c. and .r,n,o.lzln 9 ft aunn,. and l=.»,n, 

teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the spedes and number of animals affected. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


IIGNATUREC 


=>HIS FORM •/ 



:h is obsolete.) 



SNBL U.S.A., LTD. 
6605 Merrill Creek Parkway 
Everett, Washington 98203 
Tel: 425.407.0121 
Fax: 425.407.8601 



October 7, 2004 


Dr. Robert M. Gibbens 
Regional Director, Animal Care 
Western Region 

. Regulatory Enforcement and Animal Care 
Animal and Plant Health Inspection Service 
United States Department of Agriculture 
2150 Centre Avenue 
Building B 
Mail Stop #3W 11 
Fort Collins, CO 80526 


Dear Dr. Gibbens: 

Enclosed please find the SNBL USA, Ltd. “Annual Report of Research Facility”. There have been no 
exceptions to the regulations and standards approved by the lACUC. 

If you have any questions or concerns, please do not hesitate to contact me. 


Most Sincerely, 


(b)(6), (b)(7)c 


lACUC Administrator 


Enclosures 



Phis report is required by law (7 USC 2143). Failure to report according to the regulations can 
esult in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER; 91-R-0054 
CUSTOMER NUMBER; *1 5097 


[i''l iffler^epcy Report Control No.: 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) , 


Triple J Farms & Kent Labs 
777 Jorgensen Place 
Bellingham, WA 98226 

Telephone: (360) -398-9512 


. REPORTING FACILITY ( List all locations where animals were housed dr used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHIS Form 7023A ) 



B. Number of animal 
being bred. 

C. Number of 
animals upon 

D. Number of animals upon 
which experiments. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 

F. 

Animals Covered 

conditioned, or 

which teaching. 

teaching, research. 

accompanying pain or distress to the animals and for wh^ 

TOTAL NUMBER 

held for use In 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

OF ANIMALS 

By The Animal 

teaching, testing. 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments. 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 
used for such 
purposes. 

involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

C+D+E) 



. Dogs 


. Cats 


. Guinea Pigs 


. Hamsters 


. Rabbits 


. Non-human Primates 

r . 


I. Sheep 


. Pigs 


1. Other Farm Animals 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were foliowed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary ini 
brief explanation of the exceptions, as well as the species and number of animals affected. 

research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


INAL OFFICIAL 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvoe or Print ) 


DATE SIGNED 


FORM 18-23 (OCT 88), vrhich is obsolete.) 



























‘Form 7023 Signature 


Page 1 of 1 


^mre 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

(APHIS) 


Th<; Reasons We Care . 



FY2004 APHIS Form 7023 Submission Assurance Statements and Signature Submission 


UN'TED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEA RCH FACILITY 



Registration No: 


Headquarters Research Facility: 


91 -R-0055 / 1 0011 


CORIXA CORPORATION 
1124 COLUMBIA STREET, SUITE 200 
SEATTLE, WA 98104-2840 
T: (406) 363-621 4 



ASSURANCE STATEMENTS 


1 ^ Professionallv acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic analgesic. 
Ld tranquilizhg dru%, prior to, during, and foliowing actual research, teaching, testing, surgery, or experimentation were followed by this 

research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

This faciiitv is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations 

includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to 

oversee the adequacy of other aspect s^of^imal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional^ official) _ 

I certify th at the above is true, correct, and complete (7 U.S.C . Section 2143) 

Signature of C.E.O. or Institutional ||Name & Title of C.E.O. or Institutional Official bate Signed: 

■_! 11 /03/2004 

Official / 


Submit 



This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0055 


CUSTOMER NO. 
10011 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CORIXA CORPORATION 
1 1 24 COLUMBIA STREET. SUITE 200 
SEATTLE, WA 98104-2840 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS^s/fes) 


CORIXA CORPORATION 
HAMILTON, MT 59840 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were rtot used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



10. Sheep 


11. Pigs 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DAI 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


11/03/2004 


PART 1 - HEADQUARTERS 


























port is required by law (7 USC 2143). Failure to report according to ^21- 
n an order to cease and desist and to be subject to penalties as pr ovided for in Section 2 ■ 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

{TYPE OR PRINT) 


See attached form for 
additional information. 

1. CERTIFICATE NUMBER: QI-R-OOSS 

CUSTOMER NUMBER: 20493 


Interagency Repc^ Control No.y 


FORM approved 
0MB NO. 0579-0036 


The Institute For Systems Biology 
1441 N. 34th Street 
Seattle, WA 98103 

Telephone : 


206 - 732-1221 


•ORTING 


FACIUTY (Ust all locations where animals were housed or used in actual research, testing, or 


experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


■npT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Atach addifenal 


Animals Covered 
By The Animal 
'elfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


sheets if nec essary or use APHIS Form 7023M__ 

E. Number of animals upon which teaching, experiments, 

research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 

1 such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



Dther Farm Animals 




iSg, W sigay. or oxpoomenfw were by Ms rosoarcn ftciay. 


. rrrrzr— 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


-iTi i-ri<^kiAi i^ccir^lAI ( Ti/rw» nr PfT/lf ) 


DAT^IGNED 









This report is required by law (7 DSC 2143). Failure to report according to the regulations can See rev 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. addition 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 91-R-0057 


See reverse side for 
additional information. 


iteraqencyRepoiT Control No . 


CUSTOMER NO. 

23329 


Interagency Repoir Control 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2 HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

__ onrAiTA SOUND PHARMACEUTICALS, INC. 

(TYPE OK PRIN I ) 4010 STONE WAY N SUITE 120 

SEATTLE, WA 98155 

(206) 634-2559 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) - 


FACILITY LOCATIONS(stfes) 


Institue for Systems Biology 
1441 N 34th St 
Seattle WA 981 03-8904 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets 9 necessary or use APHIS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
v4iich teaching, 
research, 

' experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 











D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for v/hich appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching. 

F. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 

TOTAL NO. 

to the animals and for wihich the use of appropriate 

OF ANIMALS 

anesthetic,analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 

(Cols. C + 

interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 

D + E) 

must be attached to this report) 



13. Other Animals 



ASS URANCE STATEMENTS 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be spedfied and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual rep^ In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanaUon of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


aspects of animal care and use. 


I oii~iliatiidc r»c r c n rtD imctiti iTirtM Ai ncciPiAi 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

AI ncciriAi I name & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 



I IIW ■ WIXIWI f w^w 




, ^wCt 88), which is obsolete 


I 

KAKi 1 - HEADQUARTERS 


(AUG 91) 

















This report is required by law (7 USC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150. 


See reverse side tor 
additional information. 


interagency Report Control No ^ 

0180-DOA-AN, / c^- 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


FORM APPROVED 
OMB NO. 0579-0036 


1. REGISTRATION NO. 

91-V-OOl 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

Dp.pr.rtTnfrrxt of Veterauc .A.ffairG Headquarters 
81U Vermont Avenue NW 
WcLshington, DC 20420 


REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets il necessary.) 


FACILITY LOCATIONS (Sites) 


663-VA Puget Sound Health Care System 


1660 S. Columbian Way 
Seattle, WA 98108 


EPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiditional sheets if necessary or use APHIS FORM 7023A.) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held lor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 



Cats 


Guinea Pigs 


Hamsters 


Rabbits 


Non-human Primates 


0. Shee 


1. Pigs 


2. Other Farm Animals 


3. Other Animals 




C Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

U' Number ul animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

0 

10 

0 

0 

0 

44 

0 

0 

0 

135 

0 

0 

0 

0 

0 

9 


Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely allecled the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
nwst be attached to this report). 


TOTAL NO. 
OF ANIMALS 


(Cols. C 
D + E) 




SSURANCE STATEMENTS 


1) Prolessionally acceptable standards governing the care, treatment, and use ol animals, including approrlate use ol anesthetic, analgesic, and tranquilizing drugs, prior lo, during, 
and lollowing actual research, teaching, testing, surgery, or experimentation were lollowed by this research lacility. 

2) . Each principal invesligalor has considered alternalives to palnlul procedures. 

3) . This lacility Is adhering to the standards and regulations under Ihe Act, and it has required that exceptions lo the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary ol all such exceptions is attached to this annual report. In 
addition to identifying ihe lACUC-approved exceptions, this summary Includes a brief explanation ol ihe exceptions, as well as Ihe species and number ol animals allecled. 

4) . The allending veterinarian lor this research lacility has appropriate authority lo ensure the provision of adequate veterinary care and to oversee Ihe adequacy ot other aspects ol 

animal care and use. 


CERTIFICATION BY HEADQU ARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify ihal Ihe above is true, correct, and cumplele (7 U S.C Section 2143). 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

DEC - 1 2004 


























































This report is required by law (7 USC 2143) Failure to report according to the regulations ca 
result in an order to cease and desist and lo be subject to penalties as provided for in Section 2150 


PEC 0T20DI 


iee reverse side for 
additional information. 




interagen' 
0180-DOA-AW 




UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. 

91--V~001 

FORM APPROVED 

OMB NO. 0579-0036 


1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA, I 


include Zip Code) 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Depr.rtTnfTTt of VeteraiiS .Af 
81U Vermont Avenue NW 

fairs Headquarters 

Washington, DC 20420 



I. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets il necessary.) 


FACILITY LOCATIONS (Sites) 


663-VA Puget Sound Health Care System 


1660 S. Columbian Way 

Seattle, WA 98108 



EPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiJitional sheets il necessary or use APHIS FORM 7023A) 


k. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number ol 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

U' Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
coiiducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs .were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals and for which the use of appropriate ' 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
exjnerimeiits, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

Dogs 

0 

0 

10 


10 

1 . Cats 

0 

0 

0 


0 

i. Guinea Pigs 

0 

0 

44 


44 

Hamsters 

0 

0 

0 

• 

0 

;. Rabbits 

21 ■ 

0 

135 


135 

1. Non-human Primates 

0 

0 

0 


0 

0. Sheep 

0 

0 

0 


0 

1 . Pias 

0 

0 

9 


9 

2. Other Farm Animals 












3. Other Animals 









■ 















SSURANCE STATEMENTS 



1) Prolessionally acceptable standards governing the care, treatment, and use ol animals, including approriate use ol anesthetic, analgesic, and Iranquilizing drugs, prior lo, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by Ihis research facilily. 


2) . Each principal investigator has considered alternatives to painlul procedures 

3) . This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In 
addition lo identifying the lACUC-approved exceplions, this summary includes a brief explanation of the exceptions, as well as the species and number ol animals affected. 

4) . The attending veterinarian for this research facilily has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy ol other aspects of 

animal care and use. 


CERTIFICATION BY HEADQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional OfTicial) 

I certify that the above is true, correct, and complete (7 U S C Section 2143) 


1 3 


900 ^ 


NAME & TITLE OF C E O OR INSTITIITIONAI OFFIClAl /Type Of Print) 


DATE SIGNED 



